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Message Text 



CONFIDENTIAL 

PAGE 01 KUWAIT 03754 0707 13Z 
12 

ACTION NEA-09 

INFO OCT-01 ISO-OO EB-05 DRC-01 RSC-01 /017W 

060746 

R 070545Z SEP 74 
FM AMEMBASSY KUWAIT 
TO USDOC WASHDC 
INFO SECSTATE WASHDC 0794 

CONFIDENTIAL KUWAIT 3754 

FROM EMBASSY DOHA 

COMMERCE FOR MAJOR EXPORT PROJECTS DIVISION 

EO 11652: GDS 
TAGS: BEXP QA 

SUBJ: QATAR PLANNING INDUSTRIAL POWER COMPLEX 
REF: KUWAIT 3319, STATE 179149 

1. OUR LATEST INFORMATION ON REPORTEDLY PLANNED INDUSTRIAL 
POWER COMPLEX IS THAT CONSULTANT HAS BEEN CHOSEN: MERZ AND 
MCLELLAN, CONSULTING ENGINEERS, CARRIER HOUSE, 1 WARWICK 
ROAD, LONDON SW1. WE ARE TOLD THAT THE AMIR, SHAYKH KHALIFA, 
DECIDED ON THIS FIRM DURING HIS RECENT VISIT TO LONDON. 

2. OUR SOURCE OF ALL INFORMATION ON THIS SUBJECT CONTINUES 
TO BE ESTABLISHED LOCAL BUSINESSMAN. WE HAVE HEARD NOTHING 
FROM OTHER LOCAL SOURCES, NOR IS THERE ANY PUBLIC INFORMATION 
ON THE MATTER. IF THIS PROJECT IS REAL, WE ASSUME THAT GOQ 
WILL GO THROUGH MOTIONS OF INVITING BIDS FROM VARIOUS CON 
SULTANTS EVEN THOUGH AMIR REPORTEDLY HAS PRE-DECIDED ON 
CONSULTANT. 

3. AT THIS POINT, IT WOULD APPEAR BEST FOR US TO GET ANOTHER 
VIEW ON PROJECT FROM HERE BEFORE PROCEEDING ANY FURTHER. 
STOLTZFUS 

CONFIDENTIAL 



NNN 



Declassified/Released US Department of State EO Systematic Review 30 JUN 2005 




Declassified/Released US Department of State EO Systematic Review 30 JUN 2005 



Message Attributes 



Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 07 SEP 1974 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: RELEASED 
Disposition Approved on Date: 

Disposition Authority: shawdg 
Disposition Case Number: n/a 
Disposition Comment: 25 YEAR REVIEW 
Disposition Date: 28 MAY 2004 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1974KUWAIT03754 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: GS 

Errors: N/A 

Film Number: D740249-0218 
From: KUWAIT 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1974/newtext/t19740966/aaaacdqd.tel 

Line Count: 51 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION NEA 
Original Classification: CONFIDENTIAL 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: 

Previous Classification: CONFIDENTIAL 
Previous Handling Restrictions: n/a 
Reference: KUWAIT 3319, STATE 179149 
Review Action: RELEASED, APPROVED 
Review Authority: shawdg 
Review Comment: n/a 
Review Content Flags: 

Review Date: 26 JUN 2002 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <26 JUN 2002 by rowelle0>; APPROVED <05 MAR 2003 by shawdg> 

Review Markings: 

Declassified/Released 
US Department of State 
EO Systematic Review 
30 JUN 2005 



Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: QATAR PLANNING INDUSTRIAL POWER COMPLEX 
TAGS: BEXP, QA 
To: COM 
Type: TE 
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